j      -f~ ft,p Inraosition of penalties, and the operator's good faith

d              of Che vEEtions,  I only need to consider the degree of  the

negliglne and the level of gravity of the violation in order
rAppropriate penalty for each citation.

Citation No.  216841

This citation was issued when the inspector observed an inadequate
guard on a   a?l Pulley, a violation of 30 C.P.R.  56.14-3.     I found  that
fravity was moderate; and that negligence was ordinary.     Accordingly,   I
assessed a penalty of $50, which 1 felt was consistent with other
penalties I have assessed in this  situation  (Tr.   16).

Citation No.  216842

This citation was issued when the inspector observed an inadequate
guard at the tail pulley for the number belt conveyor,   a violation of
30 C.F.R.  56,14-3.     I found that  gravity was moderate;  and  that negligence
was ordinary.    Accordingly,  I assessed a penalty of $50,   which I  felt
was consistent with other penalties I have assessed in this  situation
(Tr. 18).

Citation No.  216843

This citation was Issued when the inspector observed  that there was
no stop device or guard rail along the lower section of  the No,   1 belt
idlers, a violation of 30 C.F.R.  56.9-7.     I found that gravity was
moderate; and that negligence was ordinary.    Accordingly,  I assessed a
penalty of $90 (Tr.  20).

Citation No.  216844

This citation was issued when the inspector observed an inadequate
guard on a V-belt for the primary crusher.    At the hearing,  both parties
agreed to amend the citation from section 56.14-3  to section 56.14-1
(Tr.  20).    I found that gravity was moderate;  and  that negligence was
ordinary.    Accordingly,  I assessed a penalty of $50,  which I felt was
consistent with other penalties I have assessed in this situation
(Tr.  20).

Citation No.   216845

This citation was issued when  the inspector observed  that no guard
was provided over the head pulley for  the return conveyor,   a violation
of 30 C.F.R,  56.14-1.    I found that gravity was moderate;   and that
negligence was ordinary.    Accordingly,  I assessed a penalty of $114,
which was the amount recommended by the parties   (Tr.   22),
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